OF SOUTH CAROLINA

respectively, from said date and until their successors shall be com-
missioned and qualified as hereinafter provided. They shall elect one
of their members Chairman and one Secretary. Upon the expiration
of the term above provided for each of said Commissioners his suc-
cessor shall be appointed in the manner of original appointment. The
initial members of the said North Summerville Fire and Water Com-
mission, shall be as follows: Doctor D. J. McAlhany, who shall serve
for a term of six (6) years; Mr. F. Burns Meyer, who shall serve
for a term of four (4) years; and Mr. H. D. Byrd, who shall serve
for a term of two (2) years.
In the event there shall he a vacancy in said Commission due to
death, resignation, inability to serve or otherwise, such vacancy shall
be filled as hereinabove provided for vacancy occurring through ex-
piration of term of office, and the vacancy in Chairmanship or Sec-
retaryship, if any, shall be filled in same manner.
SECTION 5: Establish and operate water and fire systems-
service charges.-That said Commission shall have the power to pur-
chase, establish, enlarge maintain, conduct and operate such water
systems, water lines, pipe lines and water tank in said District as
they may deem necessary, and to contract with any existing water
company or municipality in said County for the furnishing of water
to said Commission and for the placing of mains, hydrants, valves,
etc., to purchase, acquire, construct, establish, maintain and operate
a fire department and fire protection, water mains, and other instru-
mentalities for fire protection in said District; to purchase, lease,
hold and sell such real estate and easements as they may deem neces-
sary; to accept gifts or grants and make such contracts in relation
to same as may be necessary or' proper; to make any and all con-
tracts that they may deem necessary to carry out the provisions of
this Act; to employ such engineering, office, clerical help and other
employees as they may deem necessary; and to fix the compensation
of such employees; to make any and all regulations which they con-
sider necessary to effectuate the purposes of this Act; and generally
to do all things necessary for the purpose of creating. maintaining
and operating a fire and water system, all or any of them, in said
District; and for the establishment of proper sanitary conditions, so
far as they pertain to the operation of water and fire systems; to pre-
scribe, and collect rates, fees, tolls or charges for the services, facili-
ties and commodities furnished by such water or fire system, and to
furnish such services, facilities and commodities to persons, firms
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